ENGINEERING 
CHANGE NOTICE 
DART AEROSPACE 
LTD 


Date: 
08.07.29 
Job No.: 
Product No.: 
0205-634/0204-635 
Product Name: SKIDTUBES 


ADR Yes/No: 
Created By: 
Checked By: 


ADR Date: 
Approved By: 
General Manager Approval: 
08- 
507 


Distribution 
. Reqd 
Resp') 
Initial 1 Date 
Production Manager 
y 
LL I 
Production Engineering Coord 
Y 
JLM 
Production Document Control 
Y 
JLD 
Customer Technical Support 
y 
DS/MB 


Distribution 
Reqd 
Resp 
Initial 1 Date 
DQA 1 QA Coord 
N 
QC Coordinator 
Y 
JM 
Marketing 
~. 
SW 
Customer Order Processing 
N 


Reason for Change: 
PRODUCTION - NEW METHOD TO MANUFACTURE TOW RINGS 


Documents 
Affected: 
Release: DSI 9417 Rev. A, DSI9418 Rev. A, 03407 Rev. E, 03417 Rev. 0, 
03812 Rev. A 


PARTS MUST COMPLY 
o 
PREVIOUS 
PARTS SATISFACTORY 


# Quality Assurance 
Actions 
Reqd 
Resp 
Notes 
Complete 


1 Notify Previous Customers 
N 


2 
Notify Eurocopter France 
N 


3 


-- 
-"-'-- 
# 
Engineering 
Actions 
Reqd 
Resp 
Notes 
Complete 
4 
Required Documents/Drawings Under Review 
N 
5 Update Product Compatability Matrix 
N 
6 Create Eurocopter Form (FEE) 
N 
7 Notify TC 1 FAA of Change 
N 


f 


# Document Control Actions 
Reqd 
Resp 
Notes 
Complete 
8 Move Electronic Files 
Y 
KJ 
I,S. ,M. ')/e.JI'- 
9 Update Blue/PinklDSI Folder and Electronic Files 
Y 
KJ 
See below 
0 
. o<'k,ol 
~ 
/):f , 
10 Update Controlled PDF Files 
Y 
\<J 
rI,'.v'K-.OI 
( 
•..... 
11 Update Master Document list (MOL) 
K0JI 'p 
Y 
PH 
:-:d 
Cl ~ • ,)" 
.f 
12 Update Document Record (DR) 
ea.l. 
K 
Y 
KJ 
",,<6- • cg • G i 
~. 
13 Update Product Development Summary 
N 
'J 
14 Update QSI 021 and/or STC Approval list 
N 
_ 
A 
15 Update Parts 1 STC Database 
Y 
KJ 
See below 
/)S('IO~()I''NJ- 
16 Update 1Verify ARC Database 
N 
v 


17 Create 1 Update Change Record Form 
Y 
KJ 
See below 
oStt,ogwl 
eM- 
18 Create 1 Update PPP's 
Y 
KJ 
See 17) 
/)R OJ:). 01 ;#.£. 
19 Update Document Control Database I Laminated Dwgs 
N 
'\J 


20 Update Grey Project Binder 
Y 
KJ 
ADR 
(lg ,Og-,Oi 
~\- 
21 Update D-PartiM-Drawing/DSIlDEO Master Binders 
Y 
KJ 
hX ()iZ,OT 
"K\.... 
22 
'--' 
23 


Description 
1Action: 


9) DSI 9417 is for D205-634 kits. Include DSI 9417 for D205-634-011 @ CHG 006 and D205-634-015 @ CHG 005 
9) DSI 9418 Is for D204-635 kits. Include DSI 9418 for D204-635-011 @ CHG 006 
15) New parts see DSI 9417 and DSI 9418 


17) Installations that have been modified with DSI 9417: D205-634-0 11 @ CHG 006 and D205-634-015 @ CHG 005 
17) Installations that have been modified with DSI 9418: 0204-635-011 @ CHG 006 


DO NOT SEND DIFFERENT CHANGE NUMBERS TOGETHER 


•• D3407-045 WAS INITIALLY MADE ON PRELIMINARY DRAWING D3803-041" 
•• D3407-7 WAS INITIALLY MADE ON PRELIMINARY DRAWING D3803-1*' 
*. D3417-5 MADE BEFORE 08.08.01 ARE OBSOLETE AND ARE SCRAP" 
•• D205-634-011/-015 AND 0204-635-011 PICK KIT HAS BEEN UPDATED, SEE DSI's" 


ECN Verified & Complete: 
_ 
Date:---------- 


H:IFormslEngineeringlapproved online englECNrevN.xls 


